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like those in septic tanks later described as to indicate the
natural development of the septic tank from the ordinary pre-
cipitation tank. In a similar manner it will be easy to trace
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Fig. 3.   Precipitation tanks of A. S. Glover, 1882.
the development of the anaerobic filters later described from
the sewage strainers now about to be illustrated.